iP. A RT Remote Nubbins Reciever Test Form 


AEROSPACE 
8NR 
Work Order Customer 


Serial Number "Date" 


# of Load 
Rel Meth P Fail 


[2 [omo | senos | nodforiwontnutesandreduceoodtowero | wa | 
o | soo | eect asvos | wo'rangups" permies | wa || 
a [8000 | earar 22voks | curemstoinotexeeaasa | a| | 
a | 6000 | earar 22voks | curentshllnotexeed aan | a) | 
[2 [4000 | meara 22voks | curemtstolnotexeearasa | a) | 


2,000 Electircal, 22 volts Current shall not exceed 14.8A ooaj 
Electircal, 22 volts Current shall not exceed 14.8A oaf 
8,000 Electircal, 20 volts Current shall not exceed 14.8A a 
8,000 Electircal, 28 volts Current shall not exceed 14.8A iS 
Solenoid Ohms Shall not exceed 1.8-2.30 a: 


Test Conducted By: Signature: 


Quality Manager 
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